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Note: The actual bracket may vary from the picture above. 

Model Number 

A-MWM 

Model Name 


Use 

Wall Mount with Junction Box 

For Dome Camera 

Construction 

Aluminum alloy 

Dimensions 

310x260x 185mm (12.20”x10.23”x7.3”) 

Weight 

2050g (4.5lbs) 


Dimensions 


















































